~Approved For Release 2006/11/28 : CIA-RDP82-00457R010500010005-2 y ‘Te 2. 


CLASSIFICATION | (CQsuCRPENTIAL | 
corm NCE ror] id 


INFORMATION REPORT CD NO. 


COUNTRY Rumania DATE DISTR. 8 Feb 52 
SUBJECT Electric Power Shortage , NO.OF PAGES 1 
PLACE 

ACQUIRED 

DATE OF SUPPLEMENT TO 

INFO. CIRCULATE REPORT NO. 


1. 


Zo 


25x 1 


25X1 


25x1 


25X11 


S ae aewet ® Lriulbeiouie ao 
B THIS DOCUMENT CONTAINS INFORMATION anecrinG THE RATIONAL. Derans 
a OF THE UNITED STATS, WITHIN THR MEANING OF TITLE 18, SECTIONS 793 [ig 
Fa ARD 704, OF THE G. 2. CODE, AS ABERDED. ITS TRANGHISSION OR REVRL- BS 


THIS IS UNEVALUATED INFORMATION 


The drastic cuts in electric power consumption in December 1951, which 
affected Bucharest, x=: motivated by the increased needs of Bulgaria. 
Bulgaria has for some time been provided with electric power by Rumanian 
stations. However, widespread sabotage in Bulgarian power plants has 


resulted in a critical shortage of electric power in that country. 
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